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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 135564 
ORIGIN OC-06 

INEO OCT-OI EUR-I2 NEA-IO ISO-00 CCO-00 OCL-00 EBO-02 
SY-05 A-OI /037R 

DRAETED BY OC/PE-E/E:GLENGLEBRAKE:VBT 

APPROVED BY A/OC:WENAEHER 

OC/PE:CGSHAW 

A/OC/NEA:RRIBERA 

NEA/EX:LEBEAL 

OC/S:LJCORRERI 

OC/L:WCARTER(SUBS) 

A/EBO:GTWOHIE 
A/SY/EO:KGWYNN 
DESIRED DISTRIBUTION 
A/SY/NSU 

III657Z 034034/44 

R 1I0137Z JUN 77 
EM SECSTATE WASHDC 
TO AMCONSUL DHAHRAN 
INEO AMEMBASSY JIDDA 
AMEMBASSY ATHENS 
AMCONSUL KARACHI 

CONEIDENTIAL STATE 135564 

ATHENS EOR ATO, KARACHI EOR RCO 

E.O. II652: GDS 

TAGS: ACOM, ABED, ASEC 

SUBJECT: C&R RENOVATIONS 

REF: DHAHRAN 0567 

1 . OC DISCUSSED C&R RENOVATION WITH POST ADMINISTRATIVE 
CONEIDENTIAL 

CONEIDENTIAL 
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OEFICER ON MAY 23. CLEAR UNDERSTANDING EVOLVED EROM THIS 
MEETING REGARDING LOCATION OF OLD CODE ROOM DOOR AND DEPT 
NOW HAS NO OBJECTION TO POST PROPOSAL TO: 

A. MOVE TCU CLASS VI VAULT DOOR 8 TO 9 EEET CLOSER TO MAIN 
ENTRANCE. DEPT WILL PROVIDE APPROVED DAY GATE TO BE IN- 
STALLED AT SAME LOCATION AS CLASS VI VAULT DOOR EOLLOWING 
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ITS RELOCATION. (FWI, PRESENT F-32 VAULT DOOR AT CCC 
ENTRANCE MAY REMAIN SINCE THIS OPENING WILL NO LONGER BE 
CONSIDERED AS THE MAIN ENTRANCE OR PART OF THE C&R AREA 
ONCE THE TCU CLASS VI VAULT DOOR IS RELOCATED AND THE 
APPROVED DAY GATE IS INSTALLED.) 

B. CLOSE EXISTING TCU ENTRANCE. 

C. OPEN OLD CODE ROOM DOOR. 

D. CLOSE EXISTING CRU ENTRANCE. 

E. INSTALL A NEW TWO INCH SOLID WOODEN DOOR (POST TO PRO- 
VIDE) AT NEW ENTRANCE TO CRU AND A SERVICE WINDOW (WINDOW 
TO BE GEE ITEM.) 

F. BLOCK UP PASS SLOT OPENING AND REMOVE WALL WHICH 
PRESENTLY FORMS THE HALL WAY LEADING TO THE PASS SLOT. 

(FYI, THIS IS THE WALL THE DEPT PREVIOUSLY REFERRED TO AS 
"PROTRUDING" BUT IS BELIEVED TO HAVE BEEN INTERPRETED BY 
THE POST AS THE LOAD BEARING WALL. LOAD BEARING WALL 
WILL REMAIN.) 

2. SINCE THE HALL WAY LEADING TO THE ENTRANCE OF THE 
INCINERATOR/GENERATOR ROOMS WILL NOT BE CONSIDERED A PART 
OF THE C&R VAULTED AREA FOLLOWING THE RELOCATION OF THE 
TCU CLASS VI VAULT DOOR, DEPT CONCURS THAT EXISTING DOOR 
TO THE INCINERATOR/GENERATOR ROOMS MAY REMAIN AS IS. 

CONFIDENTIAL 
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3. DEPT AGREES THAT 1012 DISINTEGRATOR MAY BE INSTALLED 
AS PROPOSED PARA H REFTEL. 

4. DRAWINGS AND SPECIFICATIONS WILL BE DEVELOPED AS 
SOON AS FEASIBLE FOR THE PROPOSED WORK. SEABEE PERSONNEL 
WILL BE REQUESTED TO PERFORM THE RENOVATION. VANCE 


CONFIDENTIAL 


NNN 
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